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—  cadmium  chemicals  (BR)  162  (Ma) 

—  cigarette  smoking,  lung  cancer  and 

asbestos  dust  in  brake  repair  operation 

—  the  chemical  elements  and  man 

CME  —  a  clarification  (letter)  77  (F) 

(letter)  389  (Je) 

(BR)  458  (11) 

and  author's  response  (letter)  78  (F) 

—  mortality  among  men  employed  be- 

—  chromic  acid  exposure  (OM  Forum) 

—  coal  workers'  pneumoconiosis  and  the 

tween  1943  and  1947  at  a  uranium-pro- 

810  (D) 

compensation  dilemma  422  (Je) 

cessing  plant  169  (Ma) 

—  current  concepts:  pollutants  in  breast 

—  current  concepts:  pollutants  in  breast 

—  mortality  among  rubber  workers,  Pt.  3 

milk  (SR)  121(F) 

milk  (SR)  121  (F) 

677  (O) 

—  environment  and  health  (BR)  239  (Ap) 

—  diagnostic  sensitivity  bias  —  an 

—  mortality  among  rubber  workers,  Pt.  4 

—  environmental  health  criteria  7, 

epidemiologic  explanation  for  an  ap- 

851  (D) 

photochemical  oxidants  (BR)  12  (J a) 

parent  brain  tumor  excess  690  (O) 

—  the  mortality  experience  of  Army  World 

—  environmental  health  criteria,  sulfur  ox- 

—  effects  of  iron  and  ascorbic  acid  sup- 

War  II  chemical  processing  companies 

ides  and  suspended  particulate  matter 

plementation  on  hemoglobin  level  and 

818  (D) 

(BR)  330  (My) 

work  efficiency  of  anemic  women  699 

—  mutagenicity  study  of  workers  exposed 

—  environmental  health  criteria,  10,  car- 

(O) 

to  alkylene  oxides  (ethylene  oxide/pro- 

bon  disulfide  (BR)  74  (F) 

—  enumerating  worker  populations  at  risk 

pylene  oxide)  and  derivatives  343  (My) 

—  etiology,  role  and  detection  of 

(letter)  76  (F)  and  authors'  response 

—  occupation  and  bronchitis  (SR)  53  (Ja) 

chromosomal  aberrations  in  man  617 

(letter)  76  (F) 

—  occupational  and  environmental  risks 

(S) 

—  environmental  health  criteria  7 

in  and  around  a  smelter  in  northern 

—  exposure  indices  for  epidemiological 

photochemical  oxidants  (BR)  12  (J a) 

Sweden.  II  chromosomal  aberrations  in 

surveillance  of  carcinogenic  agents  in 

—  environmental  health  criteria,  sulfur  ox- 

workers  exposed  to  arsenic  (SR)  210 

an  industrial  chemical  environment 

ides  and  suspended  particulate  matter 

(Ma) 

353  (My) 

(BR)  330  (My) 

—  occupational  epidemiology  (BR)  667 

—  fiber  toxicology  431  (je) 

—  epidemiologic  aspects  of  low  back  pain 

(O) 

—  the  "hazardous"  environment  —  a 

in  industry  (SR)  788  (N) 

—  occupational  factors  in  coccidioidomy- 

commentary  198  (Ma) 

—  epidemiologic  patterns  of  nasal  cancer 

cosis  367  (My) 

—  is  the  diagnosis  of  "mass  hysteria"  an 

in  New  York  State  632  (S) 

—  Patty's  industrial  hygiene  and  tox- 

excuse  for  incomplete  investigation  of 

—  epidemiological  study  of  workers  en- 

icology,  volume  2A  (toxicology) 

low-level  environmental  contamina- 

gaged  in  the  manufacture  of  chromium 

(BR)  592  (S) 

tion?  22  (Ja) 

compounds  835  (D) 

—  practical  considerations  for  approx- 

—  low-dose  radiation  and  leukemia 

—  the  epidemiology  of  primary  lung  can- 

imating  relative  risk  by  the  standard- 

(SR)  54  (Ja) 

cer  in  uranium  miners  in  Ontario  417 

ized  mortality  ratio  413  (Je) 

—  preventive  medicine  in  the  workplace 

(Je) 

—  predictable  confusion  845  (D) 

—  prospects  for  the  1980s  556  (Au) 

—  estimates  of  bias  in  a  longitudinal  coal 

—  quantitative  industrial  hygiene  (BR) 

—  studies  of  the  molecular  pathogenesis 

study  44  (Ja) 

808(D) 
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Epidemiology  (cont.) 

—  relevance  of  epidemiology  to  policies 
for  the  prevention  of  cancer  601  (S) 

—  reproductive  hazards  of  the  workplace 
685  (O) 

—  respiratory  disease  in  a  mushroom 
worker  49  (Ja) 

—  responding  to  a  health  crisis  705  (O) 

—  a  retrospective  cohort  study  of  disabili¬ 
ty  among  chemists  495  (Jl) 

—  a  retrospective  cohort  study  of  mortali¬ 
ty  and  cancer  incidence  among 
chemists  485  (1 1) 

—  scientific  considerations  in  monitoring 
and  evaluating  toxicological  research 
(BR)  531  (Au) 

—  semen  quality  in  workers  exposed  to 
carbon  disulfide  compared  to  a  control 
group  from  the  same  plant  435  (Je) 

—  skin  and  eye  diseases  among  arc 
welders  and  those  exposed  to  welding 
operations  85  (F) 

—  skin  telangiectases  in  workers  at  an 
aluminum  plant  (SR)  649  (S) 

—  smoking  habits  and  occupational 
status  537  (Au) 

—  some  questions  concerning  "a  method 
for  monitoring  the  fertility  of  workers" 
(letter)  324  (My)  and  author's  response 
(letter)  324  (My) 

—  survey  of  industrial  workers  for  an¬ 
tibodies  to  toluene  diisocyanate  741 
(N) 

—  swine  influenza  virus  in  swine  and  man 
in  Illinois  263  (Ap) 

—  toxic-shork  syndrome:  epidemiologic 
features,  recurrence,  risk  factors,  and 
prevention  (SR)  712(0) 

—  toxicology  inquiry  (OM  Forum)  82  (F) 

—  travelers'  diarrhea:  new  concepts  277 
(Ap) 

—  tuberculosis  in  the  1980's  (SR)  376 
(My) 

—  unjustified  conclusion?  (letter)  7  (Ja) 
and  author's  response  (letter)  8  (Ja) 

—  urinary  monitoring  for  diethylstilbestrol 
in  male  chemical  workers  179  (Ma) 

—  use  of  asbestos- cement  pipe  (lecter) 
226  (Ap) 

—  viral  gastroenteritis  (SR)  862  (D) 

—  viruses  and  environment  (BR)  240  (Ap) 

Epoxy  Resins 

—  penetration  of  protective  gloves  by 
epoxy  resin  (SR)  119  (F) 

Ethylene  Oxide 

—  mortality  among  ethylene  oxide  work¬ 
ers  767  (N) 

—  mutagenicity  of  ethylene  oxide  and  pro¬ 
pylene  oxide  and  of  the  glycols  and 
halohydrins  formed  from  them  during 
the  fumigation  of  foodstuff  (SR)  786 
(N) 

Exercise 

—  ergometry  —  basics  of  medical  exercise 
testing  (BR)  808  (D) 

—  firefighters'  reaction  to  alarm,  an  ECC 
and  heart  rate  study  762  (N) 

—  guidelines  for  graded  exercise  testing 
and  exercise  prescription  (BR)  330 
(My) 

—  lumbar  spondylosthesis  (SR)  290  (Ap) 

—  physical  conditioning  augments  the 
fibrolytic  response  to  venous  occlusion 
in  healthy  adults  (SR)  211  (Ma) 

Eyes  ‘ 

—  contact  lenses  (OM  Forum)  734  (N) 


—  irrpaired  color  discrimination  among 
viscose  rayon  workers  exposed  to  car¬ 
bon  disulfide  189  (Ma) 

—  skin  and  eye  diseases  among  arch 
welders  and  those  exposed  to  welding 
operations  85  (F) 


F 

Fertility 

—  a  method  for  monitoring  the  fertility  of 
workers,  Pt.  2  183  (Ma) 

—  some  questions  concerning  "a  method 
for  monitoring  the  fertility  of  workers" 
(letter)  324  (My)  and  author's  response 
(letter)  324  (My) 

Firefighters 

—  air  contaminants  encountered  by  fire¬ 
fighters  (SR)  288  (Ap) 

—  firefighters'  reaction  to  alarm,  an  ECC 
and  heart  rate  study  762  (N) 

Fluorides 

—  fluoride  balances  in  pregnant  and  non¬ 
pregnant  women  465  (Jl) 

Fluorochemicals 

—  health  status  of  plant  workers  exposed 
to  fluorochemicals  —  a  preliminary 
report  (SR)  120(F) 

—  subacute  fluoroacetate  poisoning  112 
(F) 


G 

Genetics 

—  etiology,  role  and  detection  of 
chromosomal  aberrations  in  man  617 
(S) 

—  mutagenicity  study  of  workers  exposed 
to  alkylene  oxides  (ethylene  oxide/pro¬ 
pylene  oxide)  and  derivatives  343  (My) 

—  the  role  of  human  genetic  monitoring  in 
the  workplace  626  (S) 

—  tritium  and  other  radionuclide  labeled 
organic  compounds  incorporated  in 
genetic  material  (BR)  162  (Ma) 


H 

Handicapped 

—  behavioral  problems  and  the  disabled 
(BR)  330  (My) 

—  developing  job-related  preplacement 
medical  examinations  469  (Jl) 

—  therapeutic  activities  for  the  handi¬ 
capped  elderly  (BR)  456  (Jl) 

Health  Care  Management 

—  critiquing  a  critique  (letter)  156  (Ma) 

—  evaluation  of  the  NASA/JSC  blood 
pressure  screening  clinic  409  (Je) 

—  a  fourth  reason  for  employee  nutrition 
education  and  the  food  intake  diary  as 
a  tool  (letter)  801  (D) 

—  handbook  of  community  health 
(BR)  534  (Au) 

—  health  promotion  in  business:  caveats 
for  success  689  (S) 

—  "high-cost"  employees  in  an  occupa¬ 
tional  alcoholism  program  259  (Ap) 

—  implications  for  health  care  policy  (a 
social  and  demographic  profile  of 
hemodialysis  patients  in  the  United 
States)  (SR)  713(0) 

—  lets's  offer  employees  a  healthier  diet 


273  (Ap) 

—  mental  wellness  programs  for 
employees  (BR)  456  (Jl) 

—  multidisciplinary  pain  treatment  cen¬ 
ters  94  (F) 

—  patterns  and  perspectives  revisited 
561  (Au) 

—  prevention  strategies  in  hospital  oc¬ 
cupational  medicine  109  (F) 

—  preventive  medicine  in  the  workplace 
—  prospects  for  the  1980s  556  (Au) 

—  a  survey  of  working  conditions  in  small- 
scale  industries  in  Nigeria  775  (N) 

—  a  worksite  hypertension  control  pro¬ 
gram  for  hospital  employees  utilizing 
repetitive  monitoring  91  (F) 

Hearing  Loss 

—  clinical  occupational  health  inquiry 
(OM  Forum)  83  (F) 

—  the  effect  of  hearing  protectors  on  the 
attention  demand  of  warning  sounds 
(SR)  863  (D) 

—  the  effect  of  static  middle  ear  pressures 
on  the  hearing  threshold  (SR)  650  (S) 

—  the  effects  of  impulsive  noise  upon 
hearing  sensitivity  (8  to  20  kHz)  (SR) 
863  (D) 

—  hearing  loss  among  miners  claiming 
compensation  (SR)  863  (D) 

—  ist  das  larmschwerhorigkeitsrisiko  fOr 
manner  grosser  als  fiir  frauen?  (is  the 
risk  of  noise- induced  hearing  loss 
greater  for  men  than  for  women?)  (SR) 
650  (S) 

—  noise-induced  hearing  loss  and 
vestibular  dysfunction  (SR)  508  (Jl) 

—  occupational  exposures  to  noise  hear¬ 
ing  loss,  and  blood  pressure  (SR)  378 
(My) 

—  otologic  referral  in  industrial  hearing 
conservation  programs  755  (N) 

—  permanent  effects  of  noise  exposure  on 
results  of  a  battery  of  tests  (SR)  290 
(Ap) 

—  shooting,  sensorineural  hearing  loss, 
and  workers'  compensation  481  (Jl) 

Hearing  Protection 

—  the  effect  of  hearing  protectors  on  the 
attention  demand  of  warning  sounds 
(SR)  863(D) 

—  promoting  increased  use  of  ear  protec¬ 
tors  in  noise  through  information  feed¬ 
back  (SR)  121(F) 

Heart  Disease 

—  arsenic-induced  atypical  ventricular 
tachycardia  (SR)  786  (N) 

—  calcium  channel  blocking  agents  in  the 
treatment  of  cardiovascular  disorders: 
pts,  1  and  2  (SR.)  860  (D) 

—  cardiac  arrhythmias  associated  with  li¬ 
quid  protein  diet  for  the  treatment  of 
obesity  (SR)  576  (Au) 

—  common  cardiac  arrhythmias  281  (Ap) 

—  a  controlled  trial  of  verapamil  for  Prinz¬ 
metal's  variant  angina  (SR)  786  (N) 

—  diet,  serum  cholesterol,  and  death  from 
coronary  heart  disease,  the  Western 
Electric  study  (SR)  860  (D) 

—  echo-cardiography:  M-mode  and  two- 
dimensional  method  (SR)  787  (N) 

—  firefighters'  reaction  to  alarm,  an  ECC 
and  heart  rate  study  762  (N) 

—  leukocyte  count,  smoking,  and  myocar¬ 
dial  infarction  (SR)  787  (N) 

—  medical  management  of  ischemic  heart 
disease  202  (Ma) 
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Heart  Disease  (cont.) 

—  nifedipine  therapy  for  coronary-artery 
spasm:  experience  in  127  patients  (SR) 
375  (My) 

—  operative  risk  factors  in  patients  with 
left  main  coronary-artery  disease  (SR) 
649  (S) 

—  prevaler.ee  of  total  coronary  occlusion 
during  the  early  hours  of  transmural 
myocardial  infarction  (SR)  711  (O) 

—  work  environment,  Type  A  behavior, 
and  coronary  heart  disease  risk  factors 
551  (Au) 

Hepatitis 

—  hepatitis  B  in  a  medical  center  338 
(My) 

—  hepatitis  B  vaccine:  demonstration  of 
efficacy  in  a  controlled  clinical  trial  in  a 
high-risk  population  in  the  United 
States  (SR)  289  (Ap) 

Herniated  Disc 

—  a  neurosurgical  controversy  (letter) 
160  (Ma)  and  author's  response 
(letter)  160  (Ma) 

Herpes  Simplex 

—  the  course  of  untreated  recurrent 
genital  herpes  simplex  infection  of  27 
women  (SR)  862  (D) 

—  surgical  treatment  for  recurrent  herpes 
simplex  (SR)  119(F) 

Hormones 

—  current  concepts  —  gynecomastia 
(SR)  648  (S) 

—  recent  and  past  use  of  conjugated 
estrogens  in  relation  to  adenocar¬ 
cinoma  of  the  endometrium  (SR)  211 
(Ma) 

—  urinary  monitoring  for  diethylstilbestrol 
in  male  chemical  workers  179  (Ma) 

Hospital  Workers 

—  medical  education  offered  by  hospital 
personnel  (letter)  599  (S) 

—  prevention  strategies  in  hospital  oc¬ 
cupational  medicine  109  (F) 

—  tuberculosis  surveillance  of  hospital 
personnel  695  (O) 

—  a  worksite  hypertension  control  pro¬ 
gram  for  hospital  employees  utilizing 
repetitive  monitoring  91  (F) 

Hypertension 

—  aircraft  noise  and  hypertension 
(SR)  378  (My) 

—  blood  pressure  in  a  school-age  popula¬ 
tion:  distribution,  correlations,  and 
prevalence  of  elevated  values  (SR) 
443  (Je) 

—  current  concerns  in  occupational  stress 
(BR)  239  (Ap) 

—  evaluation  of  the  NASA/)  SC  blood  pres¬ 
sure  screening  clinic  409  ()e) 

—  laboratory  distinction  between  essential 
and  secondary  hypertension  by  mea¬ 
surement  of  erythrocyte  cation  fluxes 
(SR)  54  ()a) 

—  mass  psychogenic  illness:  some  clarifi¬ 
cation  and  perspectives  635  (S) 

—  the  Mayo  three-community  hyperten¬ 
sion  control  program,  Pt.  4  (SR)  860 
(D) 

—  a  model  of  occupational  stress  564 
(Au) 

—  occupational  exposures  to  noise  and 
hypertension:  retrospective  study  (SR) 
788  (N) 

—  work  environment.  Type  A  behavior, 
and  coronary  heart  disease  risk  fac¬ 


tors  551  (Au) 

—  a  worksite  hypertension  control  pro¬ 
gram  for  hospital  employees  utilizing 
repetitive  monitoring  91  (F) 

I 

Infectious  Diseases 

—  the  course  of  untreated  recurrent  geni¬ 
tal  herpes  simplex  infection  of  27 
women  (SR)  862  (D) 

—  hepatitis  B  in  a  medical  center  338 
(My) 

—  hepatitis  B  vaccine:  demonstration  of 
efficacy  in  a  controlled  clinical  trial  in  a 
high-risk  population  in  the  United 
States  (SR)  289  (Ap) 

—  infectious  diseases  of  Indochinese 
refugees  (SR)  377  (My) 

—  mumps  vaccine:  recommendation  of 
the  immunization  practices  advisory 
committee  (SR)  576  (Au) 

—  occupational  factors  in  coccidioidomy¬ 
cosis  367  (My) 

—  pneumococcal  disease  after  pneumo¬ 
coccal  vaccination:  an  alternative 
method  to  estimate  the  efficacies  of 
pneumococcal  vaccine  (SR)  577  (Au) 

—  travelers'  diarrhea:  new  concepts  277 
(Ap) 

—  tuberculosis  surveillance  of  hospital 
personnel  695  (O) 

—  viral  gastroenteritis  (SR)  862  (D) 

Infertility 

—  occupational  exposure  to  estrogens  and 
screening  for  health  effects  813(D) 

—  semen  quality  in  workers  exposed  to 
carbon  disulfide  compared  to  a  control 
group  from  the  same  plant  435  (Je) 

I 

Job  Satisfaction 

—  drug  abusers  on  the  job  403  (Je) 

—  evaluating  job  satisfaction  and  success 
for  emotionally  maladjusted  men 
(SR)  443  (Je) 

L 

Laboratory  Tests 

—  abdominal  diagnosis  (BR)  10  (Ja) 

—  biochemical  and  hematological  evalua¬ 
tion  of  chloroprene  workers  268  (Ap) 

—  fluoride  balances  in  pregnant  and  non¬ 
pregnant  women  465  (Jl) 

—  health  status  of  plant  workers  exposed 
to  fluorochemicals  —  a  preliminary 
report  (SR)  120(F) 

—  human  preleukemia  (SR)  288  (Ap) 

—  laboratory  distinction  between  essential 
and  secondary  hypertension  by  mea¬ 
surement  of  erythrocyte  cation  fluxes 
(SR)  54  (Ja) 

—  Jimitations  of  in  vitro  short-term  tests  as 
prescreening  models  for  carcinogenicity 
in  industry:  a  theoretical  approach 
(SR)  506  01) 

—  the  mortality  experience  of  Army  World 
War  II  chemical  processing  companies 
818  (D) 

—  a  peripheral  vascular  insufficiency  test 
using  photocell  plethysmography  643 
(S) 

—  pneumococcal  disease  after  pneumo¬ 
coccal  vaccination:  an  alternative 
method  to  estimate  the  efficacies  of 
pneumococcal  vaccine  (SR)  577  (Au) 

—  the  predictive  value  of  prostatic  acid 


phosphatase  as  a  screening  test  for  pro¬ 
static  cancer  (SR)  212  (Ma) 

—  seventy-five  years'  experience  with 
frozen  section  at  the  Mayo  Clinic 
(SR)  121(F) 

—  swine  influenza  virus  in  swine  and  man 
in  Illinois  263  (Ap) 

Lead 

—  assessment  of  renal  function  of  workers 
simultaneously  exposed  to  inorganic 
lead  and  cadmium  348  (My) 

—  blood  lead  and  zinc  protoporphyrin  in 
lead  industry  workers  (SR)  785  (N) 

—  chelatable  lead  body  burden  (by 
calcium-disodium  EDTA)  and  blood 
lead  concentration  in  man  39  (Ja) 

Legislation 

—  administrative  inquiry  (OM  Forum)  10 
(Ja) 

—  administrative  inquiry  (OM  Forum) 
460  (Jl) 

—  coal  workers'  pneumoconiosis  and  the 
compensation  dilemma  422  (Je) 

—  the  cost  of  outpatient  physicians'  ser¬ 
vices  at  a  VA  hospital  (SR)  120  (F) 

—  developing  job-related  preplacc  cent 
medical  examinations  469  (Jl) 

—  predictable  confusion  845  (D) 

—  responding  to  a  health  crisis  705  (O) 

—  uranium  effects  —  an  "enlightening" 
exchange  (letter)  156  (Ma)  and 
authors' response  (letter)  156(Ma) 

—  workers'  compensation:  the  federal  ex¬ 
perience  823  (D) 

Leukemia 

—  a  case-control  study  of  leukemia  in  the 
U  S.  rubber  industry  103  (F) 

Lumberjacks 

—  log  splitter  injuries  to  the  hand  400 
(Je) 

M 

Medical  Profession 

—  administrative  inquiry  (OM  Forum) 
460  01) 

—  administrative  inquiry  (OM  Forum) 
593  (S) 

—  characteristics  and  prognosis  of 
alcoholic  doctors  (SR)  377  (My) 

—  female  physicians  as  psychiatric  pa¬ 
tients  (SR)  378  (My) 

—  hepatitis  B  in  a  medical  center  338 
(My) 

—  occupational  health  nurse  certification 
—  setting  the  record  straight  (letter) 
730  (N) 

Medication 

—  combined  effects  of  noise  and  kana- 
mycin:  cochlear  pathology  and  phar¬ 
macology  (SR)  650  (S) 

—  disposition  of  toxic  drugs  and  chemicals 
in  man.  volume  1:  centrally-acting 
drugs  (BR)  393  (Je) 

—  disposition  of  toxic  drugs  and  chemicals 
in  man.  volume  2:  peripherally-acting 
drugs  and  common  toxic  chemicals 
(BR)  393  (Je) 

—  drug  therapy  in  renal  failure:  dosing 
guidelines  for  adults:  part  II:  sedatives, 
hypnotics,  and  tranquilizers;  cardiovas¬ 
cular,  antihypertensive,  and  diuretic 
agents;  miscellaneous  agents  (SR)  55 
(Ja) 

—  drug  therapy:  trimethoprim-sulfameth¬ 
oxazole  (SR)  55  (J  a) 

—  efficacy  of  prothrombin-complex  con- 
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Medication  (cont) 

centrates  in  hemophiliacs  with  an- 
tiboaies  to  Factor  VIII:  a  multicenter 
therapeutic  trial  (SR)  55  (Ja) 

—  influence  of  adherence  to  treatment 
and  response  of  cholesterol  on  mortali¬ 
ty  in  the  coronary  drug  project 
(SR)  507  01) 

—  medical  management  of  ischemic  heart 
disease  202  (Ma) 

—  the  pharmacological  basis  of  thera¬ 
peutics  (BR)  238  (Ap) 

Mental  Health 
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mesothelioma  in  Cappadocia,  Tur¬ 
key  548  (Au) 

—  normobaric  oxygen  toxicity  of  the  lung 
(SR)  289  (Ap) 

—  occupation  and  bronchitis  (SR)  53  (Ja) 

—  occupational  asthma  (BR)  592  (S) 

—  occupational  factors  in  coccidioidomy¬ 
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zo(a)pyrene  pretreatment  (SR)  441  (Je) 

—  physical  activity  and  the  employment 
status  of  patients  on  maintenance  dialy¬ 
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—  inhalation  of  a  radioactively  labeled 
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tics  779  (N) 

Smoking 

—  cigarette  smoking,  lung  cancer  and 
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(SR)  647  (S) 

—  disposition  of  toxic  drugs  and  chemicals 
in  man.  volume  1:  centrally-acting 
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genicity  (SR)  287  (Ap) 

—  irreversible  effects  of  trichloroethylene 
exposure  on  the  central  nervous  system 
(SR)  441  (Je) 

—  is  the  diagnosis  of  "mass  hysteria"  an 
excuse  for  incomplete  investigation  of 
low-level  environmental  contamina¬ 
tion?  22  (Ja) 

—  letter  to  the  editor  (SR)  375  (My) 
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Forum)  396  (Je) 


—  toxic  side  effects  of  incomplete  com¬ 
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Teir  H:  See  Raitta  C  189  (Ma) 

Theriault  G:  Cancer  mortality  of  a  group  of 
Canadian  workers  exposed  to  vinyl 
chloride  monomer  671  (O) 

Thiess  AM:  Mutagenicity  study  of  workers 
exposed  to  alkylene  oxides  (ethylene  ox¬ 
ide/propylene  oxide)  and  derivatives 
343  (My) 

Thiringer  G:  See  Jarvholm  J  333  (My) 

Timmis  GC:  Medical  management  of  isch¬ 
emic  heart  disease  202  (Ma) 

Tokudome  S:  See  Lubin  JH  779  (N) 

Tolonen  M:  See  Raitta  C  189  (Ma) 

Tompkins  WAF:  See  Woods  GT  263  (Ap) 
Torii  K:  See  Satoh  K  835  (D) 

Tse  CST:  See  Gallagher  JS  610  (S) 

Tyroler  H:  See  Wolf  PH  103  (F) 

U 

Ulitsky  GT:  Epidemiologic  patterns  of  nasal 
cancer  in  New  York  State  632  (S) 

Upton  AC:  Preventive  medicine  in  the  work¬ 
place  —  prospects  for  the  1980s  556 
(Au) 

V 

Vianna  NJ:  See  Ulitsky  GT  632  (S) 

w 

Walter  SD:  See  Cannon  LJ  255  (Ap) 

Wang  HH:  Aplastic  anemia  and  occupational 
pesticide  exposure:  a  case-control  study 
364  (My) 


Ward  MM:  See  Chesney  MA  551  (Au) 
Warshaw  LJ:  Patterns  and  perspectives  re¬ 
visited  561  (Au) 

Wasserman  D:  See  Samueloff  S  6*43  (S) 
Wegman  DH:  Causes  of  death  among  em¬ 
ployees  of  a  synthetic  abrasive  product 
manufacturing  company  748  (N) 

Weiss  W:  Author's  response  (letter)  78  (F) 
Weiss  W:  Pleural  plaques  and  cigarette  smok¬ 
ing  in  asbestos  workers  427  (Je) 

Weiss  NS:  See  Beaumont  JJ  839  (D) 
Weissler  AM:  See  Talmers  FN  281  (Ap) 
Whitaker  PJ:  Coal  workers'  pneumoconiosis 
and  the  compensation  dilemma  422 
(Je) 

White  R:  See  Jackson  AS  409  (Je) 

Whorton  MD:  See  Levine  RJ  183  (Ma) 
Whyte  AA:  See  LaDou  J  823  (D) 

Wick  WJ:  Carpal  tunnel  syndrome:  retailing 
(letter)  524  (Au) 

Willems  H:  Occupational  exposure  to  estro¬ 
gens  and  screening  for  health  effects 
813(D) 

Williams  RC:  See  Stieg  RL  94  (F) 

Willson  GN:  See  Chung  DY  481  (Jl) 

Wolf  PH:  A  case-control  study  of  leukemia  in 
the  U  S  rubber  industry  103  (F) 

Woods  GT:  Swine  Influenza  virus  in  swine 
and  man  in  Illinois  263  (Ap) 

Wynder  EL:  See  Covey  LS  537  (Au) 

Y 

Yodaiken  RE:  Authors'  response  (letter)  156 
(Ma) 

Yodaiken  RE:  Critiquing  a  critique  (letter) 
156  (Ma) 


American  Board  for  Occupational  Health 

Nurses,  Inc. 

—  election  of  officers  722  (O) 

American  Board  of  Preventive  Medicine 

—  announcement  of  physicians  certified 
as  diplomates  in  occupational  medi¬ 
cine  216  (Ma) 

American  College  of  Radiology 

—  symposium  on  occupational  chest  dis¬ 
ease  and  its  radiological  manifestations 
867  (D) 

American  Industrial  Hygiene  Association 

—  continuing  education  course  on  quanti¬ 
tative  industrial  hy,giene  795  (N) 

American  Lung  Association 

—  interdisciplinary  conference  on  occupa¬ 
tional  lung  hazards  150  (F) 

American  Medical  Association 

—  second  annual  White  House  sym¬ 
posium  on  physical  fitness  and  sports 
medicine  588  (Au) 

American  Occupational  Medical  Association 

—  American  occupational  health  con¬ 
ference  technical  exhibitors  306  (Ap) 

—  annual  meeting  report  510  (Jl) 

—  careers  in  occupational  medicine  122 
(F) 

—  officer  candidates  for  1981-1982  nomi¬ 
nated,  board  of  directors  nominees  an¬ 
nounced  129(F) 

—  program  on  the  expanding  role  of  occu¬ 
pational  medicine  652  (S) 

—  66th  annual  meeting  134  (F) 

—  66th  annual  meeting,  abstracts  of  scien¬ 
tific  presentations  294  (Ap) 

—  summary  of  the  meeting  of  the  board  of 


GENERAL  SECTION  INDEX 

directors,  Atlanta  578  (Au) 

-  summary  of  the  meeting  of  the  board  of 
directors,  San  Antonio  291  (Ap) 

-  summary  of  the  meeting  of  the  board  of 
directors,  San  Francisco  126(F) 

Appointments 

-  Belk  HD  379  (My) 

-  Bernacki  EJ  718(0) 

-  Berns  BR  515  (Jl) 

-  Bond  MB  583  (Au) 

—  Buckingham  FM  315  (Ap) 

-  Burns  JM  651  (S) 

—  Christensen  DM  147  (F) 

-  Clarke  MJ  316  (Ap) 

—  Conrad  DE  445  (Je) 

—  Culpepper  BW  62  (Ja) 

-  Curtis  SH  856  (D) 

—  Dixon  EM  583  (Au) 

-  Dunkle  DB  652  (S) 

—  Egnatz  DC  317  (Ap) 

-  Euinton  LE  720  (O) 

-  Fisher  TF  651  (S) 

—  Flournoy  DL  866  (D) 

-  Ford  GW  584  (Au) 

—  Freeman  EE  8%  (D) 

-  Carson  W  790  (N) 

-CebusCR  515  (Jl) 

-  Cehl  M  866  (D) 

-  Cilligan  R  213  (Ma) 

-  Given  EH  380  (My) 

-  Coltra  ER  Jr.  213  (Ma) 

-  Haws  HL  215  (Ma) 

—  Herrmann  CH  583  (Au) 

—  Hoops  DL  444  (Je) 

-  Keeve  JP  61  (Ja) 

-  Kulak  LL  213  (Ma) 


-  Lang  AA  216  (Ma) 

-LaroseJB  214  (Ma) 

—  Lewinsohn  HC  213  (Ma) 

-MayCR  215  (Ma) 

-McDonaghTJ  515  (Jl) 

—  Mooney  JP  314  (Ap) 

—  Myers  CB  314  (Ap) 

—  Myers  RS  718  (O) 

—  Narayan  VS  651  (S) 

-  Nolta  RT  789  (N) 

-  Rigg  RW  719  (O) 

-  Ringer  JH  62  (J a) 

—  Roberts  NJ  379  (My) 

—  Robinson  DH  719  (O) 

-  Ross  CE  147  (F) 

—  Schneider  WJ  865  (D) 

-SeaverME  516  (Jl) 

-  Snyder  RD  61  (Ja) 

-  Taylor  WM  865  (D) 

—  Utidjian  MD  789  (N) 

-  Vintas  CH  147  (F) 

-  Whiting  RK  147(F) 

—  Wittmer  JF  790  (N) 

—  Yerg  RA  214  (Ma) 

-  Zullo  RJ  314  (Ap) 

Arizona  Center  for  Occupational  Safety  and 
Health 

-  certification  course  on  occupational 
hearing  conservation  220  (Ma) 

Baylor  College 

-  course  on  immunologic  lung  disease  in 
industry  66  (Ja) 

California  Medical  Association 

-  annual  session  219  (Ma) 

Carolina  Occupational  Medical  Association 

-  election  of  officers  519  (Jl) 
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Central  States  Occupational  Medical  Associ¬ 
ation 

—  election  of  officers  515  ()l) 

—  fall  seminar  317  (Ap) 

—  spring  seminar  218  (Ma) 

Charter  Medical  Corporation 

—  first  world  conference  on  alcoholism 
585  (Au) 

The  Chicago  Medical  School 

—  seminar  on  the  challenge  of  the  occupa¬ 
tion-related  low  back  patient  320  (Ap) 

Columbia  University 

—  conference  on  working  women  — 
designs  for  the  workplace  655  (S) 

Delaware  Occupational  Medical  Association 

—  election  of  officers  148  (F) 

E.  I  duPont  de  Nemours  &  Company 

—  six  physicians  hired  217  (Ma) 

Florida  Occupational  Medical  Association 

—  election  of  officers  and  directors  63 
(Ja) 

Harvard  School  of  Public  Health 

—  course  on  occupational  and  environ¬ 
mental  radiation  protection  520  (!l) 

Great  Plains  Occupational  Medical  Associa¬ 
tion 

—  election  of  officers  585  (Au) 

Industrial  Health  Foundation 

—  training  course  on  new  approaches  to 
nursing  problems  383  (My) 

Institute  for  Medical  Research  and  Occupa¬ 
tional  Health 

—  publishing  of  proceedings  of  the  XIXth 
international  congress  on  occupational 
health  382  (My) 

International  Union  of  Pure  and  Applied 
Chemistry  Commission  on  the  Atmospheric 
Environment 

—  international  symposium  on  safe  use  of 
solvents  66()a) 

Johns  Hopkins  University 

—  conference  on  trends  in  preventive 
medicine  149  (F) 

—  continuing  education  course  on  per¬ 
spectives  in  occupational  health  nurs¬ 
ing  383  (My) 

—  continuing  education  program  on  sur¬ 
veillance  and  prevention  in  occupa¬ 
tional  health  319  (Ap) 

Lead  Industries  Association 

—  seminar  on  prevention  of  occupational 
lead  poisoning  722  (O) 

Louisiana  Occupational  Medical  Association 

—  ele>.tion  of  officers  795  (N) 

Maryland  General  Hospital 


—  course  in  occupational  hearing  conser¬ 
vation  585  (Au) 

Maryland  Occupational  Medical  Association 

—  election  of  officers  516  (Jl) 

Mount  Sinai  School  of  Medicine 

—  course  on  recent  advances  in  occupa¬ 
tional  medicine  723  (O) 

National  Institute  for  Occupational  Safety 
and  Health 

—  course  on  recognition  of  occupational 
health  hazards  381  (My) 

National  Society  to  Prevent  Blindness 

—  program  to  protect  sight  of  employees 
and  their  families  793  (N) 

New  York  Business  Group  on  Health 

—  seminar  on  the  periodic  health  evalua¬ 
tion  656  (S) 

New  York  Upstate  Occupational  Medical 
Association 

—  election  of  officers  793  (N) 

North  Central  Occupational  Medical  Associ¬ 
ation 

—  election  of  officers  150  (F) 

Obituaries 

—  Hungate  CP  796  (N) 

—  Morris  WR  215  (Ma) 

Occupational  Medical  Association  of  Con¬ 
necticut 

—  election  of  officers  65  (|a) 
Occupational  Medical  Association  of  New 

Jersey 

—  election  of  officers  65  (Ja) 

Permanent  Commission  and  International 

Association  on  Occupational  Health 

—  symposium  on  epidemiology  in  occupa¬ 
tional  health  218  (Ma) 

Puerto  Rico  Industrial  Medical  Association 

—  election  of  officers  519  (Jl) 

Rocky  Mountain  Academy  of  Occupational 
Medicine 

—  election  of  officers  448  (Je) 

—  16th  annual  institute  63  (Ja) 

Rocky  Mountain  Center  for  Occupational 
Safety  and  Health 

—  course  on  training  and  certification  for 
pulmonary  function  testing  (spirometry) 
585  (Au) 

—  introductory  course  on  occupational 
health  and  safety  law  447  (Je) 

—  third  annual  park  city  environmental 
health  conference  219  (Ma) 

San  Diego  State  University 

—  programs  in  occupational  and  environ¬ 
mental  health  720  (O) 


Society  for  Occupational  and  Environmental 

Health 

—  national  conference  on  occupational 
stress  380  (My) 

Society  of  Occupational  Medicine 

—  joint  meeting  with  Irish  Society  of  Oc¬ 
cupational  Medicine  867  (D) 

Texas  Occupational  Medical  Association 

—  election  of  officers  587  (Au) 

—  election  of  officers  655  (S) 

University  of  California 

—  conference  on  reproductive  hazards  in 
the  workplace  and  in  the  environment 
655  (S) 

—  third  annual  symposium  on  preventive 
oncology:  cancer  prevention  and  clini¬ 
cal  practice  722  (O) 

—  three  intensive  workshops  on  new 
developments  in  public  health  445  (Je) 

University  of  Cincinnati  Medical  Center 

—  course  on  hospital  preparation  for  the 
management  of  radiation  accidents 
520  01) 

University  of  Maine 

—  29th  annual  institute  in  occupational 
hearing  loss  519  (Jl) 

University  of  Massachusetts 

—  three-week  summer  program  in  epide¬ 
miology  381  (My) 

University  of  Michigan 

—  awarded  grant  by  NIOSH  for  student 
training  programs  317  (Ap) 

—  tenth  annual  short  course  on  radiation 
protection  64  (Ja) 

University  of  North  Carolina 

—  occupational  safety  and  health  summer 
institute  517  (Jl) 

University  of  Southern  California 

—  course  on  ionizing  and  non-ionizing 
radiation  723  (O) 

—  course  on  occupational  respiratory  pro¬ 
tection  587  (Au) 

—  NIOSH  course  on  recognition  of  oc¬ 
cupational  health  hazards  867  (D) 

University  of  Wisconsin 

—  program  on  environmental  toxicity:  an 
industrial  perspective  382  (My) 

Western  Ohio  Occupational  Medical  Associ¬ 
ation 

—  election  of  officers  and  directors  148 
(F) 

Western  Occupational  Medical  Association 

—  election  of  officers  148  (F) 

—  25th  conference  on  regulation  —  friend 
or  foe  653  (S) 


Now  Available 

1982  AOMA  Membership  Directory 

The  '1982  Membership  Directory  of  the  American  Occupational  Medical  Association  is  now 
available.  The  Directory  contains  both  geographical  and  alphabetical  sections  and  for  many  years 
has  proved  to  be  a  useful  reference  in  locating  occupational  physicians  throughout  the  country. 

Each  of  Ihe  approximately  4000  entries  in  the  1982  Directory  contains: 

*  the  member  physician's  name,  address  and  telephone  number 

*  the  type  of  practice  in  which  the  physician  is  engaged 

*  the  m-edical  specialty  in  which  the  physician  is  certified  (if  any) 

*  the  company  for  which  the  physician  works  and  his  title  (if  any) 

Copies  of  the  directory  may  be  purchased  for  $35.00  each  from  the  American  Occupational 
Medical  Association,  150  N.  Wacker  Drive,  Chicago,  IL  60606 

Notice  to  AOMA  Members:  A  copy  of  the  1982  Membership  Directory  has  been  mailed  to  each 
member  of  AOMA.  Additional  copies  may  be  purchased  by  members  for  $25.00  each. 
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